THE 

FIRST UNITED PRESBYTERIAN CHURCH 
OF OAK PARK, ILLINOIS 
is located at 

Jackson Boulevard and S. Oak Park Avenue. 

It was formed by a union of the First United 
Presbyterian Church of Chicago (Organized 
April 26, 1860) and the First United Presby¬ 
terian Church of Oak Park (Organized June 
18, 1920). The present building was dedicated 
December 13, 1925. 
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